Vt.  631 

UNION  CHRISTIAN  CHURCH 
Plymouth  Notch,  Vt. 

Originally  built  with  box  pews  in  1840,  the 
interior  was  remodeled  in  1890  by  a  local  crafts- 
man in  Carpenter  Gothic  style.  The  Coolidge  pew 
is  marked  with  a  flag.  The  two  doors  have 
thresholds  of  iron  cast  at  Tyson  Furnace,  an 
early  Plymouth  industry.  Foreground  shows  garden 
of  the  President's  stepmother,  Carrie  Brown 
Cool  idge. 
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